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PART III 

University of Kerala 

(Established as University of Travancore by the Travancore University Act in 1937 and reconstituted as University of Kerala 
by the Kerala University Act, 1957 and presently governed by the Kerala University Act of 1974 
passed by the Kerala State Legislative Assembly) 

(Re-accredited by NAAC with ‘A’ Grade) 

NOTIFICATION 

No. Academic L/R/2664/2014. 21st April 2015. 

AICTE Regulations 2010-Revision of Scale of Pay of Teachers covered under AICTE Scheme in 

Engineering Colleges/Universities 

The AICTE vide notification F No. 37/3/Legal/2010 dated 5-3-2010 notified the Revision of Scale of Pay of 
Teachers covered under AICTE Scheme in Engineering Colleges/Universities. The Government of Kerala vide 
G. O.(P)389/10/FI.Edn. dated 7-12-2010 issued order to implement the same in the State. 

The Academic Council at its meeting held on 29th October 2014 resolved that the G. O. (P)389/10/H.Edn. dated 
7-12-2010 issued by the Government of Kerala implementing the AICTE Regulations, 2010 in the State be implemented 
in the University. 

The above said G. O. implementing AICTE Regulations, 2010-regarding the Revision of Scale of Pay of 
Teachers covered under AICTE Scheme in Engineering Colleges/Universities was laid before the Senate at its meeting held 
on 21-3-2015 as envisaged under section 39(1) of the Kerala University Act, 1974. 

The G. O. (P) 389/10/H.Edn. dated 7-12-2010 issued by the Government of Kerala implementing the AICTE 
Regulations, 2010 in the State regarding the Revision of Scale of Pay of Teachers covered under AICTE Scheme in 
Engineering Colleges/Universities was approved for implementation in the University. 
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